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3 1900 REMOTE/LISTER 


INTRODUCTION 


GENERAL 


The B 1000 REMOTE/LISTER program is designed to display disk 
files on a screen terminal such as a TOD 830» 1 820% or a MT 985 
terminal. The REMOTE/LISTER program displays data files and 
printer backup files, scans printer backturp compiler output 
listings for messages and/or warnings» and examines printer 
backup listings of MCP dumps produced by the MCPII/ANALYZER 
programe 


The REMOTE/LISTER program can be exptlicity executed from. a 


terminal or it can be “PASS™ed to using the SMCS program pass 
mechanism. 


RELATED DOCUMENTATION 
8 1000 Systems System Software Operation Cride» Volume 


l» form number 1108982. 


B 1800/B 1700 Systems System Software Operation Guide» 
Volume 2» form number 1108966. 


3 1000 Systems Network Definition Larcuage CNDi) 
Reference Manuals» form number 1073715. 


B 1000 Systems Command and Edit (CANDE) Lser's Manual» 
form number 1090586. 


B i000 Systems Surervisory Message Cortrot system 
(SMCS) Reference Manual» form number 1108891. 


TO 730/TOD 830 Systems Reference Manual» form number 
1095768. 


MY 983/MT 993 Display Terminals Reference Manual» form” 
number 1118561. 


NOTATION CONVENTIONS 


Left and Right Broken Brackets (<>) 


Left and right broken brackets are used to erciose letters and 
digits which are supptied by the user. The Letters and digqits 
can represent a variable» 2 numbers a tile name» or a command. 
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Example: 


<joo #>AX<command> 


AT SIGN (2) 
The at sign (a) is used to enclose hexadecimal information. 
Example: 


aF3ad is the hexadecimal representation cf the ESCDIC 
character 3. 


The @ sign is also used to enclose binary infcrmation when the 
initial 2 sign is foltowed by a (1). 


Example: 


€2€1)111100113 is the binary representation ot the 
EBCDIC character 3. 


SYNTAX CONVENTIONS CRAILROGAD DIAGRAMS) 


Railroad diagrams show how syntacticalty valid statements can be 
constructed. 


Traversing a railroad diagram trom tetft to rights» or in the 
direction of the arrow heads» and adherirc to the Limits 
iltustratea by oridges produces a syntacticatly valid statement. 
Continuation from one iine of a diagram to another is represented 
by aright arrow @";7>) appearing at the end of the current line 
and beginning of the next line. The complete syntax diaqran is 
terminated by a vertical bar (1). 


Items contained in broken brackets (< >) are syntactic variables 
which are further defined» or require the user to supply the 
requested information. 


Upper -case items must appear Literally. Mininun abbreviations ot 
uppercase items are underlined. 


[<2<7 3. fesse =6>e2s== a= | 
I { 
A RATLROAD DITAGRAM CONSISTS OF tren <pridges> set" a> 
| { 
I= <Locps> <-7}- pa ees i 


| i 
I-- <optional items> -~] 
1 1 
i-- <required items> --1 
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>-- AND IS TERMINATED BY A VERTICAL BAR. ---""----- staietatatetaae 


The following syntacticaily vaiid statements car be 
from the above diagrams 


A RAILROAD DIAGRAM CONSISTS OF <bridces> A 
TERMINATED BY A VERTICAL BAR. 


A RAILROAD OIAGRAM CONSISTS OF <aptionat items> A 
TERMINATED BY A VERTICAL SAR. 


A RAILROAD CIAGRAM CONSISTS UF <bridges>» <tocp 
IS TERMINATED BY A VERTICAL BAR. 


A RAILROAD DIAGRAM CONSISTS OF <optiocoral i 


<required items>» <bridaqes>» <loops> AND IS TERM 
8Y A VWERTICAL BAR. 


Required Items 


constructed 


ND I5 


ND IS 


s> AND 


tems>» 
INATED 


No aiternate path through the raitroad diéaram exists  ftor 
required items or required punctuation. 

tixample: 

REQUIRED ITEM = ~2<==c2eeee2= SSS 5232S ses 3 Ss SSeS SSS Sas SS SS = | 


Optional Items 


Items shown as a vertical List indicate that the user must make a 


choice of the items specified. An empty path throuch the list 
altows the optional item to be absent. 

Example: 

REQUTRED DIEM 3232S 5 349 64 Hse Ss tee SSeS aS SS eS Se SS SS 1 


l-- <optional itemei> =~]! 
i 1 
i-- <optional item-2>. -~1 


The following valid statements can be constructed from the above 


diaaram: 
REQUIRED ITEM 


REQUIRED ITEM <opticnal item-1> 
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REQUIRED ITEM <optional item=2Z> 


Loops 


A toop is a recurrent path through a railroad diagram and 
following general format. 


I<<-~ <bridgqe> ~srrrtee" <return character> ---71 
I i 


Seeriseen~ <object of the 1oop> = T9s-ssssess"s=> Ssss2s=35 


Example: 


P<--f Lb frercen 5 cee neernnnee-| 


| ; j 
I-~- <optional ittem"2> --1 


The following statements can be constructed from the r 
diagram in the example. 

<optional item-1> 

<optional item1i>» <optional item-1> 

<optional item ™2>» <optional item=1> 
A <loop> must be traversed in the direction of the arrow 
and the limits specified by bridges cannot be exceeded. 
Bridges 


A bridge illustrates the minimum or maximua number of 
path can be traversed in a railroad diagram. 


There are two forms of <bridges>. 


fad nis an integer which specifies the maximum 
number of times the path can be traversed. 


J nt f/ nis an integer which specifies the minimun 
number of times the path must be traversed. 


nas the 


aitroad 


heads» 


times a 
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Examples: 
[<-enf 2 [merece nee » saeco cwecn- ---1 
1 { 
latinas Lema <HHt ORAL Tenis. Sees eR ee oes Rene Sess se ee eS e= | 


i 1 
f-r-/ 1i* f°" <optional item=2> --1 


The Loop can be traversed a maximum of two times? howeveres the 
path for <optional item-2> must be traversed at least one time. 


The following statements can be constructed from the raitroad 
diagram in the example. 


<optional item1>» <optional item-2> 
<optional itemt2>» <optional item=2>» <optionalt item-1L> 


<optional item=z2> 
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REMOTE/LISTER OPERATING INSTRUCTICNS 


PROGRAM EXECUTION 


The REMOTE/SLISTER program can be explicity executed» “SIGNED UN” 
through the SMCS» or “PASS"ed to using the SMCS program pass 
mechanisme 


{f the REMOTE/LISTER program is to be exptlicity executed» the 
execute string can te entered to the terminal as follows? 


2? £X REMOTE/LISTER PRIGRITY 93 


If the REMOTE/LISTER program is to interface with the SMCS» it is 
necessary to out the REMOTE/LISTER program in tre sMCS/J085 tile. 
Refer to the 8 i000 Systems Supervisory Messsge Control System 
{SMCS) Reference Manuals fora 1108691 for information on setting 
up the SMCS/JQBS filee An exampte of the SMCS/J0BS entry for the 
REMOTE/LISTER program is as follows: 


$B REMOTE/LISTER LOG“ON NO“RR NO“SCRCLLs 
EX REMOTE/LISTER> PROTECTED PR 95 


This allows the user to "SIGN ON" or "PASS" to the REMOTE/LISTER 
program using the SMCS sigr on and program pass mechanisms. 


PROGRAM SWITCHES 


Ihe following program switches are used ir the REMOTE/LISTER 
proaqram: 


Program Switch 0 
If program switch 0 is sets» the REMOTE/LISTER program 
enters a batch mode» using the MCP Operator Disptay 
Terminal CGDT) ACCEPT mechanism for input. The only 
valid commands in batch mode are PRINT and BYE Cor 
E0J). Batch mode attows the printing of files even if 
the data communications network is not runring. 


Program Switch 1 
{It program switch 1 15 Set» the headince information 
(the Label record for backup files) line and the 
"FOF /BOF™ or "END GF FILE” generated Line are omitted. 


Program Switch 2 
It program switch 2 is set» the default language is 
DOCTOR» instead of SOL/UPL»+ and the defatrtt margin is 
ii. If program switch 2 is reset» the default language 
is SDL/UPL» and the default margin is 1. 
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Program Switch 3 
If program switch 3 is set» wraparound frcem the input 
file is inhibited until a prompt is given. if program 
Switch 1 is O» then the generated end line displays 
"ENO OF FILE™ instead of "“EOF/BOF™. If frogram switch 
3 18S reset» wraparound is allowed. 


Program Switch 7 

Program switch 7 is used to indicate whether the MCS 
header TOGLil should be set to 0 or 1. If program 
SWitch 7 is resets TOGL1i] is set to OF otherwise it is 
set to l. Program switch 7 snould be reset as Long as 
the CANDE NOL request and control sets are being used 
in the network controller. If the CANDE request and 
control sets are not cteing used» the pregram switch 
Should be set. Setting TOGL1] causes output messages 
from REMOTE/LISTER not to be scrotled on the terminal. 


Program Switch 8 
Program switch 8 is used to indicate whether the PRINT 
command should assume that a 6 tines fer inch or 8 
Lines per inch carriage control tape is being used on 


the printer. If rogram switch 8 is reset» the 
REMOTE/LISTER program assumes that it is a6 tines per 
inch carriage control tapes otherwise ad line per 


inch carriage controt tape is assumed. 
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REMOTE/LISTER COMMANDS 


GENERAL 


The REMOTE/LISTER program automaticalty resembers the last 
command entered if it was a "BACK™» "=", “"NEXKT™» “"+"%5 *SEARCH™ > 
"ERROR™,» “"WARNING*>» or "FIND" command. Successive blank input 
prompts causes a resumption of the same command where the 


previous output page ended. Any nonwblank entry terminates the 
current command. A “PAGE END™ command is cortinued as a "BACK" 
command. 


Any input can be entered during a “SEARCH™> "FIND™» “ERROR™> or 
“WARNING” command aS a means of requesting a break in the routine 
that is in progress.» invalid input is ignored instead of causing 
an error. | 


Commands can be entered in lower case or upfer case. However» 
file names must be exact» that is» they are ret translated to 
upper cCasee 


Multiple commands can be entered in one input frovided that they 
do not cause an output. 


If the REMOTE/LISTER pregram i353 "PASS"ed tc using the SMCS 
program pass mechanism» the signat character» followed the the 
token "PASS"™» and the program name are displayed in the upper 
left hand corner of the screen with each output. For examples if 
the REMOTE/LISTER program is renamed as "RL™» after each output 
the following is displayed in the upper teft hard corner: 


*&PASS RL 
Non"graphic characters are converted to the question mark 
character ("?") by the REMOTE/LISTER program. The hexadecimal 


representations of these commands can be disrglayed by using the 
"HEX" command. 


ce 
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The following commands require that a workfile te loaded before 
they are accepted by the REMOTE/LISTER program. 


BACK PAGE 
ERROR REMOVE 
r IND SAME 
HEX SEARCH 
MARGIN SEQ 
MCP WAIT 
NEXT WARNING 


The following commands may be entered with or without a workfile 
presente 


BYE TEACH 
CANDE TERMINAL 
GET USER 
PRINT WHAT 
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PROGRAM COMMANDS 


BACK 

The BACK command causes the REMOTE/LISTER proqram to space back 
in the input file and disptay that pagee The minus sign 
character can be used instead of the token BACK. The BACK 
command is continued by the entry of blank input. Any other 
input terminates the command. The BACK command can only be 


specitied if a workfile 1s present. 


oyntax:s~ 


Semantics 
< n> 


An integer value representing the number of pases to 
space back. 
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BYE 


The BYE command signs the terminal off the REMOGTE/LISTER program 
and causes the program to go to end of job. If the REMOVE option 
is used» the file is remcved if it 15 a backup file. 


Syntax: 


}---~- REMOVE c---] 
semantics 
REMOVE 


The REMOVE option causes the file to be renoved if it 
is a backup file. 


1i 
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CANDE 


The CANDE command causes the REMOTE/LISTER proaram to reforfnat 
the screen in the same manrer as the CANDE program would. That 
is» eightwdigit sequence numbers are displayed cn the left of the 
SCT e@eNs Entering CANDE with no options 15 the same as entering 
the CANDE command with the ON option. 


syntaxs 


CANDE omen tre nee nce tree en nn re enn nn nen ene nn ne cen eennen- moren| 


i I 


Semantics 


ON 
The ON option turns the CANDE command on. 


OFF 
The OFF option turns the CANDE command off. 


id 
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EOJ 


The EOQJ command causes the program to go to erd of job when the 
program is running in batch mode. The EOJ comwaand 15 onty valid 
in batch mode. [If the REMOVE option is used» the file is remeved 
if it is a backup file. 


Lo== REMOVE. === 24 
Semantics 
REMOVE 


The REMOVE opticn causes the file to be removed if it 
is a backup file. 
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ERROR 


The ERROR command searches for error messages ir a printer backup 
compile Listing. The file must have been loaded with the 
appropriate language specified» if not SDL cr UPL. The ERROR 
command displays five records prior to any error message that is 
located. The ERRCR command is continued by the entry of blank 
inpute Any other irput terminates the command. The ERROR 
commmand can only be specified if a workfile is present. 


syntax: 


ERROR taste teen nae nnn cn een n eee n nen n- we none eee ----- = -- 


{-- q ri > san one Bowe eS ee oe | 


I 1 


semantics 
< ri > 
An integer representing the starting recorc number (not 
sequence number) where the search is to becin. 
<r? > 


An integer representirg the ending record rumber where 
the search 1s to end. 
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FIND 

The FIND command searches the file for a token string. The FIND 
command 18 continued by the entry of blank irfput. Any other 
input terminates the ccoamand. The FIND ccammand can only be 


specified if a workfile is present. 
syntaxs 


FIND s=="- < delim >="-~< text >=-""< delim > seston mmenne9-CA) 


i { 
(te SF 2, oe 


Semantics 


< delim > 


Any nonblank character except an alphanumerics period 
C.)» or underscore {_) that does not appear in the 
text. 

< text > 
The target text to be sought. It can be up to 40 


characters in length. 


< ri > 
An integer representirg the starting record rumber (not 
sequence number) where the search is to becin. 


< r¢2> 
An integer representirg the ending record rumber where 
the search is to end. 
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GET 


The GET command begins the display of a file. A tanauage type 
and/or command list can be specified. The GET command causes the 
REMOTE/LISTER program to begin displaying the first page of the 
file unless the user specifies some other commard in the command 
List. The default language type is SDL/LPL. The MARuIN 
parameter 15 set to 1 and the WAIT parameter is set to 0. 


syntaxs 


GES < tLe ate. > Sess eee ee es se Ses Sse Se Se ee Se ! 
‘ms i 1 
a? SS - Language: 2 Sees se Sees Sees sas 1 
l i 
I-- < command >--~1 


Semantics 


< file name > 
The < file name > options specifies the name of the 
disk file to be displayed. 


< Language > 
The < Language > specifies the ccmpiler cr program that 
oroduced the printer backup file and is one of the 
following: 


BASIC DOCTOR PASCAL 
COBOL FORTRAN RPG 
CUBOL/4 FORTRAN? 7 SDL 
DASDOL MiL SDL2 
DATA NOL SPATCH 
OMPALL NONE UPL 


The first three characters of a language can be used as 
an abbreviation except for COBOL74 which is abbreviated 
by C74 and FORTRAN?7 which is abbreviated ty Fr7. 


< command > 
The < command > option is any vatid REMOTE/LISTER 
command or sequence of comnands and can only be 
specified if < language > has been specified. 
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HE X 

The HEX command causes the RKEMOTE/LISTER program to display 
output records in hexadecimal format. fhe HEX commmand can only 
be specified if a workfile is present.» This option is reset each 
time a new file is loaded using the GET command. 


Semantics: 


Semantics 


ON 
Set the HEX command. 


OFF 
Resets the HEX command. 
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MARGIN 


The MARGIN command causes the REMOTE/LISTER program to set the 
margin to the value specified and display oniy 80 characters of 
data from each record beginning at the value specified in the 
MARGIN command. For printer backup files that are loaded with a 
language specifieds the margin defaults to the tocatrion of the 
sequence numoers. For nonbactup files» the margin detaults to 
1. Each time the GET command is performed» the margin 1s set to 
1 untess otherwise specified in the GET commanc. If "MARGIN oO” 
1s entered» each record is fully displayed. Each entry of the 
MARGIN command resets the CANDE commands The MARGIN commmand can 
only be specified if a workfilte is present. 


syntax: 


MARGIN _— a 2 a ee ee oe ee ee ee asus BeBe a ee See BEB OB Eee ee { 
--- 


Semantics 
< n> 


An integer value that specifies the setting ot the 
MARGIN command. 


i6 


MCP 


The 


system dump produced by the MCPTI/SANALYZER program. 
of the MCPLI/ANALYZER Listing that 


by a 
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MCP command is used to search a printer backup Listing of a 


keyword. The keyword is formatted or exrcanded in the 


manner as it would be printed by the MCPII/ANALYZER program. 
MCP commmand can only be specified if a workfile is present. 


Syntaxs 
ACP, re & ROVWOCC. .2° SF Sea See ee See See eS Se Se Sa SSeS = ss 
1 | 
P<" < pl > stwew cece enecece= i 
i 1 
i==" < 2. > F=1 
Semantics 
< keyword > A token indicating the porticn of the 


MCPIT/ANALYZER tistirg to be disptayed. The valid 
keywords are: 


HINTS CFHDICT GISMC TRACE 
C3¥ MCPSTACKS idAT 

DSCcV ANALYZELINKS SPOCLEUE 
INTERPOICT MIX DMS 
CHANNELTABLE RSN LPC 

SP03Q CT DISK 

DCH Fig TAPE 
PACKINFO fFEXPROGRAM BNA 

PSR FEXSYSTEM 

QUEUES LINKS 


< ri > 


< 


An integer representing the starting record number 
where the search is to begin. 

r2> 

An integer representing the ending record number where 
the search is to end. 


iy 


The portion 
is to be exanined is specified 


Sane 
The 
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NEXT 


The NEXT command causes the REMOTE/LISTER program to space 
forward in the input file and display that page. fhe plus sign 


character can be usec Instead of the token NEXT. The NEXT 
command 1s continued by the entry of blank input. Any other 
input terminates the commard. The NEXT commeand can only be 


specified if a workfile is present. 
syntax: 


NEXT samen nn cnn rece ns cn ener en nn ne ne nnn nn ee eens nner nee ital 


= i i ] 
+ ome | 


Semantics 
<no> 


An integer value representing the number of paces to 
space forward. 
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PAGE 


The PAGE or LIST commands cause the REMOTE/LISTER program to 
display the fiie beginning at the record specified or a the first 
record if no record is specified. This causes 2a NEXT function to 
be initiated by the REMOTE/LISTER program. The PAGE END conmand 
causes the last page of the fiie to be displayec. This causes a 
BACK function to be initiated by the REMOTE/LISTER program. The 
PAGE commmand can only be specified if a workfile is present. 


syntax: 


Semantics 
< rl > 
This integer value causes the dispiay to begin at 
record < ri > (not seacuence number < rl >). 


END 
This option causes the tast page to be displayed. 
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PRINT 
The PRINT command prints the current input file or the file 
specified» on the line printer. 
syntaxs 
PRINT ses eer teres eeeeor ees Sess seer am asewe se ase eseetere wea (A) 
j i 1 | i 1 
i- < file name > <I i- DATA <4 im COPIES < n > -! 
I- SEQ -31 
i- D00C --!1 
CA)  ="--=-"= a a A i a 7 at a a a a a ik 1 a ae ee ew (#) 
| j 1 j | 1 
i- UNLABELED 1 {- DOUBLE -! im TITLE < titte > -] 
= = t= DBL. <==—<] 
CH) 8896 <=6 3 asm pee eee ss eh eee SS Se SS ee ee eS (Cc) 
i | i 1 
I= LINES = 1 1" AS < obd name > 1 Larter rterte" PAGED <I 
i- NC 1 
(Ct) eum wee ee esse mame nee ee ee ee eee ee ee ee ee ee ee ee ee eee ee ee { 
j ] 
Pme <p > semen se ce es ee eran seneensens i 
] j 
bee St 2 Ss See aoe i 
j j 
le-- [INCLUDE < count > <7] 
Semantics 
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< file name > 


The < file name > option specifies the file name to be 
printed. If it is not specified» the current input 
file is printed. 

DATA 
The DATA option causes the file to be prirted with no 
record numbers. The DATA option is the default for 
printer backup files. 

SEQ 
The SEQ optisocn causes the file to be printed in_ the 
following format: bedigit record numbers» blanks» 890 
characters of data» 10°-character patch id» blanks» and 
the 1LOe"character file id. The SEQ cption is the 


default for data files. 
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Doc 
The DOC option causes the file to be prirted in the 
following format: o-diagit record number» blankss 72 
characters of data» blanks» an 8-digit sectence number» 
blanks» 1O-character patch id» blanks» 1O0-character 
file id. 


CUPIES < n > 
The COPIES options causes < n> copies tc be printed. 
The default is one copy. 


UNLABELED 
The UNLABELED option causes an unlabeled printer backup 
file to be created. The default is for the printer 


backup file to be labeled. 


DOUBLE 

DBL 
The OOUBLE or DBL option causes the Listed to be 
douple-spaced.~ The default is single "spacing. 


TITLE < title > 
The TITLE optior causes the < title > to be centered on 
the top of each page except the first. The title 1s 
printed if the PAGED option is specified. The 
< titie > is a character string of up to 6C characters. 


LINES 
The LINES option is only valid for the 00C output 
format and causes Line reference numbers tc be printed 
on each page as part of the document. 


AS < pbd name > 
The AS option creates a user named backup file lLabeted 
< pbd name >. 


PAGED 

The PAGED option causes each page except the first to 
page numbers. If this option is set the tokens 
"R PAGE™, “"&PAGE*» "& paqe™» or *&page”™ in columns one 
through six of any input record causes the 
REMOTE/LISTER program to skip to the next Cage. PAGED 
is default for the OD0C printing optior» out can be 
specified for any prirting option. 


NO 
The NO option turns off the PAGED opticr for files 
being printed with the DOC printing option. 


< rl > 
The < ri > option causes the REMOTE/LISTER program to 
begin printing at the record specified by < rl >. The 


default is record one. 
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<r? > 
The < r2 > option causes the REMOTE/LISTER program to 
stop printing at the record specified by < r2 >. The 


default is the end of file. 


INCLUDE < count > 


The INCLUDE option causes the REMOTE/LISTER proaqram to 
print < count > number of records. The default is to 
the end of file. 
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REMOVE 


The REMOVE command cilceses the current ingtit file and allows 
switching to a new file. The repetition of the REMOVE keyword 
causes the purge of the file if it is a backup file. The REMOVE 
commmand ,can only be specified if a workfile is present. 


Syntax: 


REMOVE ee ee ee ee ee ee ee ee ee ee ee ee m= | 


--- 
l---- REMOVE ----1 


Semantics 
REMOVE 


The REMOVE option causes the purge of the input file if 
it is a backup file. 
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SAME 

The SAME command causes the same page to te displayed on the 
terminal screen. The SAME commmand can only te specified if a 
workfile is present. 


Syntax: 


SAME s7--2--- aa aa laa tala talent atta att atatate eaenen-- 
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SEARCH 


The SEARCH command causes the REMOTE/LISTER program to search the 


input file for a text strirg. The SEARCH coamnand can only 


specified if a workfile is present. 


Syntax: 


be 


SEARCH "= 2 < col > =#= < delim > s="=< text >O7247< delim > =-CA) 


CA) 


i-- LANGUAGE < Larguage > =" < sequerce number > ="-(CA) 


[m= < rl > waeteeren- Slatted 


Semantics 


a 


< col > 
The 2 < col > option causes the searck to begin in 
column < col > of the file. 


delim > 

Any nonblank character exceopt an alphanumeric» period 
Ce)» or underscore (_) that does not appear in the 
text. 

text > 


The target text to be sought. It can te up to 40 
characters in tength. 


LANGUAGE <lLanguage> 


The LANGUAGE option specifies the compiler or program 
that the the compile Listing was produced Lye Refer to 
the GET command for a List of allowable largquages. 


sequence number > 

The < sequence number > specifies the secuence number 
to be searched for. An exact match must be made-e This 
is different from the SEG command which searches for a 
sequence number that is greater than or ecual to the 
target sequence number. 


rl > 
An integer representing the starting record number (Cnot 
sequence number) where the search is to becine 
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< r2Z > 
An integer representirg the ending record rumber where 
the search is to end. 
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SEQ 


The SEQ command causes the REMOTE/LISTER program to search for a 
given sequence numberl!lin the files stopping when it encounters a 
sequence number that is- greater than or ecuat to the target 
sequence number. The SEQ commmand can onty be specified if a 
workfile is presente 


syntax: 


2E.0° RP SeaneSes -< SEGUENCE: 2UNDer > Ses sn= ss Serene Saas SCA) 


CA) tern rrr rn ct nn nn nn nn nnn te nnn nee cee enn nenennei 


P=- << rl > semmert ese cennn-e] 
In- < r2> =-1 


Semantics 


< sequence number > 
The target sequence number that is to be searched for. 


< rl > 
An integer representirg the starting record number (not 
sequence number) where the search is to becin. 


< re> 


An integer representing the ending record rumber where 
the search is to end. 
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TEACH 


The TEACH command provides the user with the capability of 
requesting an explanation of a command or of the program switches 
from the REMOTE/LISTER program. 


syntax: 


TEACH SSeS >ee=— < command. > “ss == a ed ea orci al 
~— 1 { 
Inm-—= SWITCHES =<] 


Semantics 


< command > 
Specifies any vatid REMOTE/LISTER command. 


SWITCHES : 
Requests an explanation of the program switches. 
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TERMINAL 


The TERMINAL command causes the REMOTE/LISTER program to change 
the terminals screen size from the default of 132C to the value 
entered. After the new screen size has teen entered» the 
REMOTE/LISTER program asks the user if the correct screen $12ze 
has been entered. 


syntax: 


TERMINAL PAGE ~=<“-"== < screen SiZ@ > SB Ett Sees Sows e eee ee monen | 


Semantics 


< screen size > 
The < screen size > is the size of thre display in 
characters that is to be displayed on the screen. The 
value of < screen size > must not be greater than 1920 
characters. 
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USER 


The USER command allows the user to log on to the REMOTE/LISTER 
programe The usercode/password combination entered is used on 
ali file opens. 


Syntax: 


USER ane mm ema usercode/passwora > sso new eee ew ee ee ee oe ~] 
ar 1 | 


Jmoencene OFF sae eenrnen--i 


Semantics 


< usercode/password > 
Any valid usercode anc password. 


OF F 


The OFF option togs the usercode and passwerd qiven off 
the REMOTE/LISTER program. 
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WAIT 


The WAIT command causes the REMOTE/LISTER crogram to enter a 

continuous output mode» Waiting the specified time between 
successive displays of each output screen. Entering WAIT O or 

any nonwblank input turns the WAIT command off. The WAIT 
commmand can only be specified if a workfile is present. 


syntax: 


WAIT see ee eee a eee ee ee ee es ee eee ee we ss { 
= { i 
[-e= < seconas > "294 


Semantics 


< seconds > 
The < seconds > options specifies the numter of seconds 
that the REMOTE/LISTER program waits befcre displaying 
the next output screen. The maximum time is 60 seconds 
and the default is 3 seconds. 
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WARNING 


The WARNING command searches for warning messages in a printer 
backup compile tisting. The file must have been Loaded with the 
appropriate Language specified in the GET command. The WARNING 
command displays five reccrds prior to any errcr message that is 
Located. The WARNING command is continued by the entry of blank 
inpute Any other input terminates the command. The WARNING 
commmand can only be specified if a workfile is present. 


Ssyntaxs 


WARNING as ue ese eunaeneunn na nan ann eouns es aan eon esas aa cease een ee ee ee | 


id so er 


{ { 
P=. < ee Sel 


Semantics 
< ri > 


An integer representirg the starting record number Cnot 
sequence number) where the search is to bedine 


< r2 > 
An integer representing the ending record number where 
the search is to end. If < 1r2 > is specitied» then 


< ri > must also be specified. 
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WHAT 


The WHAT command displays the program~level»s usercode (Cif the 


station is Logged on)» file information» and cption settings of 
the REMOTE/LISTER program. 


Syntax: 


35 


B 1000 REMOTE/LISTER 


JAGLE OF CONTENTS 


ENTRODUCTION: wo #8) es © eer a we Ow as 
GENERAL 
RELATED DOCUMENTATION eo en we ae el re ee 8 
NOTATION CONVENTIONS 
Left and Right Broker Brackets (<>). 
AT SIGN (a) 
SYNTAX CUNVENTIGNS CRAILRGAD DIAGRAMS) 
Required Items . 
Optionat Items. « « » » © » © «© © @ 2 
Loops 
Bridges ee ae ae ee ee ee ee ee ee 
REMOTE/LISTER OPERATING INSTRUCTION 
PROGRAM EXECUTION . « «© »© © © »© «© © © »® 
PROGRAM SWITCHES 
REMOTE/LISTER COMMANDS a ae ae ee cee 
GENERAL 
PROGRAM COMMANDS «2. « © «© © «© »© 2 © w@ @ 
BACK . 
BYE » 2 » . a » 2 Sd e = 2 » *» = hd 2 
CANDE 
EQJ @ 2 = = . 2 J » 2 Ld ” = » 2 = = 2 
ERROR 
FIND » 2 = =» = * a = . - 2 = = 2 » = 
GET 
HE X 2» e » = . 2 = = » 2» 2s » J * = 2 2 
MARGIN 
MCP s 2 s 2 2 /* @ - s » * = » e .d 2 
NEXT 
PAGE « « © © © © © © © © © © © &@ ®» »® 
PRINT . 
REMOVE a ae ee ae” ee ee ee ee ee 
SAME 
SEARCH - J * . /- Ld] * s a a a » » * * 
SEQ 
TEACH °° t ) @ » = 2 w LJ s 2 » 2 eB cd = 
TERMINAL 
USER 2 2 = » = 2» a »> a » a » = = = * 
WAIT 
WARNING We ae “a ae 8 ae? a Ga a a a et ad Se 
aAHAT 


Om Ho mR Wm ND ORG me oe pe 


